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SUBJECT: IAEA SAFEGUARDS DISCUSSIOS APRIL 1975 
REF: LABOWITZ/MAHY TELCON MARCH 21, 1975 

1. RYZHOV, IAEA INSPECTORATE, CONFIRMS PLAN FOR DISCUSSION 
WILMINGTON EXERCISE SOMETIME DURING WEEK APRIL 21. AGENCY 
WOULD INVITE ONE US CONSULTANT (RYZHOV THOUGHT SOMEONE 
FROM GE) AT AGENCY EXPENSE, WITH OTHERS WELCOME TO JOIN AT 
US EXPENSE. HE WOULD PREFER SUCH DISCUSSIONS BE LIMITED 

TO THREE DAYS AND TO START WEDNESDAY, APRIL 23. ADVICE 
REQUESTED WHETHER THREE DAYS CONSIDERED SUFFICIENT, PRE- 
FERRED STARTING DATE, AND ANTICIPATED PARTICIPANTS. 

2. REVIEW OF WORKING DOCUMENT ON NATIONAL SYSTEMS PLANNED 
FOR WEEK APRIL 28, WITH ONE US CONSULTANT (RYZHOV THOUGHT 
SOMEONE FROM BNL/TSO) AT AGENCY EXPENSE AND OTHERS STAYING 
ON FROM WILMINGTON DISCUSSIONS PREVIOUS WEEK. 

3. RYZHOV HOLDING LETTERS PENDING CONFIRMATION BY 
MISSION OF ACCEPTABILITY FOREGOING SCHEDULE. PORTER 
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